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Erratum 


BSJ Final Report P 0268/2179, Project AREUSE 


After the delivery of the Final Report P 0268/2179, dated 23 Nov.90, the client gave us 
the information in Feb. 1991 that the humectant concentration data were not correct 
Therefore, the following data in TABLE 1 on PAGE 20 have to be replaced (•): 


Cigarette 

Humectant Cone. In the Filler (%) 


PG 

GLY 

TEG 

CALYPSO-t 

1.5 . 

2.5 

- 

AREUSE-46 

« 

tf 

- 

-53 

M 

« 

1.0 

-55 

m 

7.5 



Remarks: PG: propylene glycol 
GLY: glycerol 
TEG: triethylene glycol 



*) from: Reininghaus W.„ Speck M.: On the influence of humectants on..., Summaiy Report P 
0268/2160, dated 22 Mar.91 
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